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25X1A no longer belong* to WB Low® (Feddration of People-Owned Enterprises for Loco- 
motive and Rsilrood^ar-Caxstrnetion)!, but btf become an enterprise of the WB 
ABCS (Equipment for Mine* and Heavy Industry) , and now mainly manufactures ©qai^ 
ment for wiling wills and mining machinery. 25X1 A 1 

This photostated document contains miscellaneous Indus trlajiaf ormati on, an follows; 

1) *our charts showing the organisational setup, b oth administrative and technical, (of 
enterprises belonging to WB Lowa, according to | | c omment t however, this is aot indie^#^. 

on th© original document) for a. large-scale plant, a vvB( Federation of People- boie d ■*. nte rpr iitE ) 
a mediiaa-sised plant, and a small plamt.'^s 25X1 A 



2) Floor plan, dated 8 Hay I9h$, of the former Schwartzkopff Locametire Plant of th© 
O Berlin Machine works, in Wildau, which lfcows the utilization of floor space for the war*- 
workshops, storage areas, ©to. Railroad connections to th© plant are also shown. 


3) Letter, dated 10 August 15>lsS,frcm Roehle, mayor of Vlildau, to the Landrat(«aeoutiT 
off ic i a l) of Kreis Toltow. The fetter giro a instructions and proposals for the conversion o| 
Industrie* is Vildau to peacetime production, as directed by the {joramander-in- hief of the 
Soviet Occupation Force® in Geraany, Marshal Zhukov. Three industries are discussed in detail: 
the former Schwar tzkopff Locomotive Plant of th© Berlin Machine Work®, the SEGfOemaa General 
Flea trie Company) Airplane Factory, and DEGBSSA (GermmalGold and Silver Refinery). 1 
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25X1* Similar organizational charts 


will be published by FDD, Project No. 13U£-‘- 


foreign language do cement or microfilm of it(So« 010231 )i? ; availabl e from Cl/ libr ary. 


25X1 A 


vSKCSET/l 



Approved For Release 2003/08/13 : CIA-RDP83-00415R01 22001 00009-5 








